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CHAL-O6D' 


9 duwiy 1959 


t (atef, Development Branch, DPD 
: 


: Genrbract ity. PF-00 Granger Associates 
Sattafactory Completion of Contract. 


25X1A98 sprmerron 


the furnishing 
the instalistion and flight testing thereof. | 
2. Under the terme of the contract the above work vas 
understanding 


to be completed in March of 1959. Tt ls my 
that. Contractor delivered a satisfactory unit and mst the 
above schedule. 


3. If the above asmuption is correct, it is requested 
that a statwment be furnished the See 


bk. In addition te the abore, your attention is eslled 
25X1A5a1 parities fact that 0 EE Repenter was obtained 


te tn lieu of WADC. I would appreciate 
cone ya concurrence in an being satisfactory to the DPD and 


saaaitiaiial 


. . : SIGNED 
25X1A9a 
2ox182 ep 2 /> a 
. hess Br. 
1-PF-100 /. = 
i all 
i-Chrone 
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